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SUBJECT: NOTIFICATION OF CONTRACTOR ARRIVAL AND ACTIVITIES 

DR. LEO WALDICK OF UNDERSEAS CABLE ENGINEERS, 

INCORPORATED OF WASHINGTON, D.C., UNDER CONTRACT TO 

THE OFFICE OF TELECOMMUNICATIONS, DEPARTMENT OF COMMERCE, 

WILL REPORT TO THE EMBASSY ON OCTOBER 31. 

THE PURPOSE OF HIS VISIT IS TO OBTAIN FIRST-HAND INFORMATION 
CONCERNING INTERNATIONAL TELECOMMUNICATION TARIFFS, SER- 
VICES, AND OPERATING POLICIES AFFECTING THE U.S. DR. WALDICK 
WILL ATTEMPT TO OBTAIN A SPECIFIC LIST OF INFORMATION WHICH 
IS NOT AVAILABLE FROM U.S. SOURCES AND IS NEEDED 
FOR FURRENT RESEARCH STUDIES REQUIRED BY THE OFFICE 
OF TELECOMMUNICATIONS POLICY, EXECUTIVE OFFICE OF THE 
PRESIDENT. THE INFORMATION WILL BE AUGMENTED WITH U.S. 
INTERNATIONAL CARRIER AND FEDERAL AGENCY DATA. 

EMBASSY INTRODUCTION OF DR. WALDICK TO THE 
APPROPRIATE INTERNATIONAL TELECOMMUNICATIONS 
AUTHORITIES, GOVERNMENTAL OR PRIVATE ENTITIES WILL 
BE APPRECIATED. 
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